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CONFIDENTIAL 

PAGE 01 STATE 024290 
ORIGIN SY-05 

INFO OCT-01 EUR- 1 2 ISO-OO /018R 

DRAFTED BY: A/SY/OPS/T - LAJACKSON/LM 
APPROVED BY: A/SY/OPS/T - MR. FISCHER, CHIEF 
A/SY/OPS/T - MR. GILLIAM 
DESIRED DISTRIBUTION SY/FO EUR 

031940Z 040170/56 

R 031440Z FEB 77 
FM SECSTATE WASHDC 
TO AMCONSUL FRANKFURT 
INFO AMEMBASSY DUBLIN 
AMEMBASSY REYKJAVIK 

CONFIDENTIAL STATE 024290 

FRANKFURT FOR OIC/RTC AND RSS; 

DUBLIN FOR RSO; REYKJAVIK FOR PSO 
E.O. 11652: GDS 

TAGS: ASEC 

SUBJECT: ACOUSTIC CONFERENCE ROOM (ACR) - CONDITION 
REF: AIRGRAM A-92 DATED DECEMBER 8, 1976 

1 . SY AGREES WITH REFERENCE AIRGRAM SECTION 258 RECOMMENDA- 
TIONS. ACR PARENT ROOMS SHOULD BE KEPT CLEAR OF ALL EQUIPMENT 
AND MATERIALS THAT DO NOT HAVE A FUNCTION IN THE OPERATION OF 
THE ACR. 

2. SY RECOMMENDS THAT RTC FRANKFURT CARRY OUT CLEANING, 
INSPECTION, THE INSTALLATION OF A DOOR VIEWER, AND INSTALLA- 
TION OF SIGNAL LIGHT DURING THE NEXT VISIT TO POST. ONCE THE 

ACR AND PARENT ROOM ARE BROUGHT UP TO A GOOD STANDARD OF ORDER 
CONFIDENTIAL 

CONFIDENTIAL 

PAGE 02 STATE 024290 

AND CLEANLINESS, POST PERSONNEL ARE EXPECTED TO PERFORM 
MINOR CLEANING TASKS NECESSARY TO MAINTAIN SATISFACTORY CON- 
DITIONS. VANCE 
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Executive Order: GS 

Errors: N/A 

Expiration: 
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Handling Restrictions: n/a 
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ISecure: 1 
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Line Count: 58 
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Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
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Previous Channel Indicators: n/a 
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Retention: 0 
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